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COURSE OUTCOME 


1) Understand the concept of Limit State Design 
2) Design RCC structural elements as per IS 456-2000, IS 875 & SP16 
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SYLLABUS 


Properties of ingredients of concrete — Cement-sand-fine and coarse aggregate- Grading of aggregate- 
water - quality of water —admixtures- materials for concrete —water cement ratio-workability- stress 
strain curve of concrete- different grades of steel-stress- strain curve of steel-proportioning, mixing of 
concrete, placing, Compaction of concrete and curing of concrete-different grades of concrete and their 
strength- Permissible stresses in concrete and steel. 

The concept of Limit State Design, Partial Safety factors in Limit State method of Design, values of Partial 
safety factors as per BIS, Principles of Limit State Design, Characteristic load & characteristic strength, 
stress -strain curve of Concrete and steel, assumptions made in the Limit State method of Design, Depth 
of neutral axis , Lever arm-Moment of resistance. Type of sections - Limiting value of NA and Limiting 


moment of resistance. Design a singly reinforced rectangular simply supported beam and Cantilever 
beams for different loading conditions for flexure, (also using SP 16). Design doubly Reinforced 


Rectangular beams under different loading conditions. Design of lintels under different loading 
conditions. 


MODULE- | 
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MODULE- Il 


Design of flanged beams under different loading conditions, Check for stiffness as per IS code, Basic I/d 
ratio, Modification factor, reduction factor for flanged beams, Check the deflection of singly reinforced, 
doubly reinforced and flanged beams, the shear and torsion behavior in RCC members, Nominal shear 
stress, maximum shear stress in concrete, permissible shear stress in concrete. Design beams under 
different loading Conditions for shear, bond and anchorage, calculation of development length, Check 
for curtailment of bars in beams, Code provisions for lap length 


MODULE — Ill 


Study the behavior of slabs, Design of one way slabs - simply supported — Continuous — cantilever. 
Design of sunshade. Design of Two way slab - simply supported - restrained and different end condition 
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MODULE — IV 


Design of staircases under different loading and end conditions - dog legged and open well. Theory on 
design of columns - behavior of short and long columns - Slenderness limit for columns as per IS code. 
Design the short column for direct load - Design the column for uniaxial bending using SP16, Study of 
slender columns. Theory of Column footing - isolated and combined. Design of isolated column footing - 
square and rectangular 


PURCHASE THIS !! 
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TIME SCHEDULE 


Introduction to materials 
Concept of RCC design-different methods 
Concept of limit state design 20 
Flexural design of singly reinforced beams, lintels, doubly 
reinforced beams & flanged beams 
Design of flanged beams 
Apply check for shear, stiffness, 
Torsion, & bond 
| 4 | Design of staircase, columns andfootings = | 
TOTAL 6 
¢ PERIODS PER WEEK: 5 


PERIODS PER SEMESTER: 65 
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